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CONFIDENTIAL THE HAGUE 2577 

ALSO FOR USEEC 

E.O. 11652: GDS 
TAGS: ENRG, TECH, NL 

SUBJECT: PHYSICAL SECURITY MEASURES AT THE PETTEN NUCLEAR 
FACILITY 

REF: STATE 1 15477 

THE OFFICIAL TO WHOM WE GAVE QUESTIONS FROM REFTEL MAY 9 SAID 
THAT THE U.S. SHOULD DIRECT THEM IN THE FIRST INSTANCE 
TO EURATOM. HE RECOMMENDED THAT IN DOING SO WE SAY THAT 
WE HAVE GIVEN A COPY TO THE NETHERLANDS GOVERNMENT BECAUSE 
ONLY IT HAS THE COMPETENCE TO SPEAK AUTHORITATIVELY ABOUT 
SOME OF THE SECURITY MATTERS BEING QUESTIONED. 
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